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®J0RANDUM FOR: 
FR01 ; 

SUBJECT : 


Chief, Regulations Control Brancli 


Chief, Review Staff, OP 

Proposed Revision of If® 
and Locator System 


Central Emergency 


25X1 A9A 


25XHA 


1. Forwarded herewith in accor dance with our telephone conversation 
is an informally revised copy of HHB I I which incorporates recent 
amendments in procedures, changes in titles, additions to various lists, 
and some few editorial notes. Revisions are clearly marked including 
a specific notation by paragraphs which have been wholly rewritten. 

Please advise if this is acceptable for your review and coordination 
work. 


2. . The revised version, of the IB® | | lias the concurrence of 

the Office of Security, Office of Cousnunica tions , Office of Data 
Processing and the Central Cover Staff of UK). 
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Attachment 


Distribution: 

Orig. § 1 - adse 
1 - D/Pers 
1 - OP/RS 
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